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PART III 
Stores Purchase 


Medical Education Department 
TENDER NOTICES 

(1) 
No . C8 / 12906 (7 )/2012/MCT. 

11th January 2013. 
Sealed competitive tenders in the prescribed form 
are invited for the supply of the following items required 
for the NICU and PICU Department of Medical College, 
Thiruvananthapuram . 


Tenders should be superscribed with tender numbers 
and addressed to the Principal, Medical College , 
Thiruvananthapuram , Pin -695 011. Details can be had from 
this office on working hours till 3. 30 p . m . 

Tender No. and Name of Equipment — 238 /2012 — 
Hospital Furniture. 
Cost of tender form ( inclusive of Sales Tax ): 

Original — 420 . 
Duplicate · 210. 


Last date and time of sale of tender form 
27 -2- 2013, 3 p. m . 

Last date and time of receipt of tender 
28 -2- 2013, 2. 30 p. m . 

Opening date and time of tender 
28 -2-2013 , 3 p . m . 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
( 50) is sent by way of Money Order in favour of The 
Principal, Medical College, Thiruvananthapuram , Kerala 
State , Pin -695 011. Money Order should reach this office 
on or before 29 - 1 -2013 . No other forms of remittance will 
be accepted . 


- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ എൻ. ഐ . 
സി . യു ., പി . ഐ . സി . യു .വിലേക്ക് ആവശ്യമായ താഴെ 
പറയുന്ന സാധനങ്ങൾ വിതരണം ചെയ്യാൻ 
താത്പര്യമുള്ളവരിൽ നിന്നും നിശ്ചിത ഫോറത്തിൽ മത്സര 
സ്വഭാവമുള്ള മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ദർഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി നിശ്ചിത 
തീയതിക്ക് മുൻപ് പിൻ സിപ്പാൾ, മെഡിക്കൽ 
കോളേജ്, തിരുവനന്തപുരം- 695 011 എന്ന വിലാസത്തിൽ 
എത്തിച്ചിരിക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പരും സാധനങ്ങളുടെ പേരും - 238 / 2012 
ഹോസ്പിറ്റൽ ഫർണിച്ചർ. 
ദർഘാസ് ഫോറത്തിന്റെ വില - 
അസ്സൽ - 420. 

ശരിപ്പകർപ്പ് - 210. 
- ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 27 - 2 - 2013 , 3 മണി. 


ദർ ഘാസ് സ്വീക രി ക്കുന്ന അവസാന തീയതിയും 
സമയവും - 28 - 2 - 2013 , 2. 30 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 28 -2 - 2013 , 
3 മണി. 


- ദർഘാസ് ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ 
അ യ് യക്കുന്നതിനു വേണ്ട തുക ( 50 ) അ ധികമാ യി 
അ യ യ് ക്കേണ്ടതാണ്. ദർഘാ സ് ഫോറത്തിന്റെ വില 
ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ ആ യോ 
സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ള എല്ലാ അപേക്ഷകളും 
നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപ്പത്രങ്ങളോ 
മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ 
ആവശ്യപ്പെട്ടുകൊണ്ടുള്ളതും മേൽ വിലാസം വ്യക്തമല്ലാ 
ത്തതുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. 
മണിയോർഡറുകൾവഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള 
അപേക്ഷകൾ ഈ ഓഫീസിൽ 29 - 1- 2013- ന് മുൻ പ് 
കിട്ടിയിരിക്കണം. താമസിച്ചുകിട്ടുന്ന മണിയോർഡറുകൾ 
നിരസിക്കുന്നതാണ്. ദർഘാസ് ഫോറം കൈമാറാൻ 
പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചു കിട്ടുന്നതുമല്ല . 
താമസിച്ച് കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല . കൂടുതൽ വിവരങ്ങൾ പ്രവ്യത്തി 
ദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും ലഭിക്കുന്നതാണ്. 


No. C8/ 984/2013/ MCT. 

29th January 2013. 
Sealed competitive tenders in the prescribed form 
are invited for the purchase of Books required for the 
Officer in - Charge , Central Library , Government Medical 
College , Thiruvananthapuram . Tenders should be 
superscribed, tender number and addressed to the 
Principal, Government Medical College, Thiruvananthapuram , 
Pin -695 011 . Details can be had from this office on 
working hours till 3.30 p .m . 

Tender No. - 12/2013. 
Cost of tender form (inclusive of VAT): 

Original - 1,050 . 

Duplicate = 525 . 
Last date and time of sale of tender form 
6-3-2013, 3 p. m. 

Last date and time of receipt of tender 
7-3- 2013, 2. 30 p. m . 

Opening date and time of tender 
7-3 - 2013, 3 p. m . 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
- ( 50) is sent by way of Money Order in favour of the 

Principal, Govt. Medical College , Thiruvananthapuram , 
Kerala State, Pin -695 011. Money Order should reach this 
office on or before 26 - 2 - 2013 . No other forms of 
remittance will be accepted . 

തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ സെൻട്രൽ 
ലൈബ്രറിയിലേക്ക് ആവശ്യമായ ബുക്കുകൾ വിതരണം ചെയ്യു 
ന്നതിന് നിശ്ചിത ഫോറത്തിൽ മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി 
നിശ്ചിത തീയതിക്ക് മുൻപ് മെഡിക്കൽ കോളേജ് 
പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം- 695 011 
എന്ന വിലാസത്തിൽ എത്തിച്ചിരിക്കേണ്ടതാണ്. 

ദർഘാസ് നമ്പർ 12/2013. 
ദർഘാസ് ഫോറത്തിന്റെ വിലാ 

അസ്സൽ - 1,050. 

ശരിപ്പകർപ്പ് - 525. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 6 - 3 - 2013, 3 മണി. 

- ദർഘാസ് സ്വീക രി ക്കുന്ന അവസാന തീയതിയും 
സമയവും - 7 - 3- 2013, 2.30 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 17 -3 -2013, 
3 മണി. 

ദർ ഘാസ് ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ 
അയയ്ക്കുന്നതിനുവേണ്ട തുക ( 50) അ ധികമായി 
അ യ യ് ക്കേണ്ടതാണ്. ദർഘാ സ് ഫോറത്തിന്റെ വില 
ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ ആ യോ 
സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ള എല്ലാ അപേക്ഷകളും 
നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപ്പത്രങ്ങളോ 
മറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അ യ യ് ക്കാ ൻ 
ആവശ്യപ്പെട്ടുകൊണ്ടുള്ളതും മേൽവിലാസം 


LIST OF ITEMS 


- 


1. 
2. 


|| 


15 pipe 
10 Nos. 


നി 


| 


10 Nos. 


+ 


| 


1 inch Square tube SS 304- 20ft 
SS 304 sheet (8 X3 ) 18SWG 
SS 304 flat ( 2 " X3mm )-10ft 
SS rod -Size No. 10 
Flap disk 120 Grade 
Polishing Sponge 
Velvet cloth- blue 
Thermocol- 4 " X2 .5 " X0 .5 


റ 


| 


1Packet 
2 Nos. 
2 Nos. 


റ 


| 


| 


5 Metres 


7. 
8 . 


| 


15 Nos. 


(4 ) 


(5) 


Latest 


വ്യക്തമല്ലാത്തതുമായ 

മണിയോർഡറുകൾ 
നിരസിക്കുന്നതാണ്. മണിയോർഡറുകൾ വഴി ഫോറങ്ങൾ 
ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള അപേക്ഷകൾ ഈ ഓഫീസിൽ 
26 - 2 - 2013 - M 2200 Alşl010100mmo. mom12120192m 
മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. ദർഘാസ് ഫോറം 

കൈമാറാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചു 
കിട്ടുന്നതുമല്ല . താമസിച്ച് കിട്ടുന്ന ദർഘാസുകൾ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. കൂടുതൽ 
വിവരങ്ങൾ പ്രവൃത്തിദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും 
ലഭിക്കുന്നതാണ്. 


(1 ) (2) 

(3 ) 
Department of Biochemistry 

Harper s Illustrated 
Biochemistry 
Tietz Textbook 
of clinical 
biochemistry 


McGraw 
Hill 


Varley s practical 
clinical 
biochemistry 


LIST OF BOOKS 


Title 


Author Publisher Edition 


No. 


(4) 


(5) 


(1) (2) 

(3) 
Department of Anaesthesiology 


Principles of Lehninger 
biochemistry 

Biochemistry Stryer 
Department of Cardiology 

Handbook of Laizzo etal Springer 
cardiac anatomy 
physiology and 
devices 


1 


Critical Care 


Schumacher Elsevier 


Latest 


Latest 


ا 


do . 


ا 


Paediatric 
Anaesthesia 


Gregory 


Wiley, 
Blackwell 


در 


Davey, Diba 


Elsevier 


do . 


Ward s 
Anaesthestic 
equipment 


Adult congenital 
heart disease 


Thorne. 
sones 


Oxphord do . 
University 
Press 


Department of Anatomy 


Nayugen 


Blackwell do . 


Netter 


Elsevier 


Latest 


Atlas of Human 
Anatomy 


Practical 
handbook of 
advanced 
interventional 
cardiology, tips 
and tricks 


Turnpenny 


do . 


Emery s Elem . 
Medical Genetics 


Elsevier, 
Churchill 


Moore KL Saunders 


do . 


Developing 
Human 


Di Flore s atlas 
of histology 


Victor P 
Erosehasko 


Wolter 
Kluwer, 
the Point 


do. 


Genetics in 
Medicine 


James WR 
Thomson & Saunders 
Margaret 
Thomson 


Angiography of Michael Blackwell do . 
the adult with nihil 
congenital;heart 
disease 
Chest 

Yoo ,Shijoon Thieme do . 
radiographic 
interpretation 
of paediatric 

cardiac patients 
Department of Community Medicine 
Cases in Field Der . Mark S 

Latest 
Epidemiology,ISBN Dworkin , 
9780763778910 


Department of Applied Nutrition 


1. 


Latest 


Clinical Sports 
Nutrition 


Louise Burke,McGraw 
Vicki Deakin Hill 

Medical 
Ghosh Jaypee 


2 


do. 


Methods in Field 
Epidemiology, ISBN 
9780763784591 


Pia DM Mac 
Donald 


Mother & Child 
Care : A Practical 
Guide 


3 


Lutz 


Jaypee 


do . 


Diane M 
Dewar 


Nutrition and 
Diet Therapy, 
Evidence based 
application 


Essentials of 
health economics 
ISBN 
9780763737979 


( 1) 


(2 ) 


(3) 


(4) 


(5) 


(1) 


(2) 


(3) 


(4) 


(5) 


Surya Kants 


Latest 


Department of Forensic Medicine 


Charles C Latest 
Thomas 


Community 
medicine with 
recent advances 
ISBN 
978938074319 
Introduction to 
health care 
management 
ISBN 
9780763790868 


Spitz and Werner U 
Fischer s Medico Spitz, 
legal 

Daniel J 
investigation Spitz , Russel 
of death 

S Fischer 


do . 


Sharon B 
Buchbinder 


Elsevier 


do . 


Forensic 
Pathology : 
Principles and 
Practice 


David 
Dollinak , 
Ewan W 
Matshes , 
Emma O Lew 


Fred J Smith 


do . 


Taylor s 
Principles 
and practice of 
medical 
jurisprudence : 
Volume 1 & 2 


Department of Dermatology and Venerolgy 
1 Dermatology Jean L Mosby Latest 

Bolognia , Elsevier 
Joseph L 

Jorrizo 
Lever s 

David 

Lippincot do. 
Histopathology E Elder William 
of the skin 

and Wilkin 
(South 
Asian 

edition ) 
Comprehensive Stephen Saunders do . 
Dermatologic E Wolverton 
Drug Therapy 
Sexually 

King Holmes McGraw do . 
transmitted 

Hill 
diseases 
Sexually 

Bhushan Elsevier do . 
transmitted Kumar 

infections 
Department of ENT 
Textbook of 

Rober 

butter Latest 
Otology/2 Alberti worth 
volumes 

Heinemann 


Department of Gastroenterology (Surgical) 

The SAGES Feldman Springer Latest 
manual on the 
fundamental 
use of surgical 

energy (FUSE ) 
2 The Pancreas Beger Blackwell do . 
Department of Medicine 
Oxford Textbook 

Latest 
of Medicine 
Infectious 

Christie 
diseases 


Diabetes - Joslin 
clinical manual 


Wintrobe s 
textbook of 
hecmatology 
Endocrinology, 
DeGroot 


P. M . Stell 


Stell and 
Maren s Head 
and Neck 
Surgery 
9780750609166 
A Practical 
guide to neck 
dissection 
3540716394 


Marco 
Lucioni 


Springer 


do . 


PMPH USA do . 
2009 


Ballenger s JJ Ballenger/ 
otolaryngology , Snow 
head and neck 
surgery 
Comprehensive Stanley 
management E thawlers 
of head and 
neck tumours 


Department of Microbiology 

Koneman s colour Elmer Lippincot Latest 
atlas and textbook Koneman , W & W 
of diagnostic Stephen 
microbiology Allen , 

Washington 
Winn , JR 

Gary Procop 
Principles and Mandell, Gerals L do . 
Practice of Douglas and Mandell 
Infectious Bennet John & 
disease 

Bennet, 
Raphael 
Dolin 


WB I 
Saunders 


do . 


(1 ) 


(4 ) 


(5 ) 


(1 ) 


(4 
Jaypee 


(5 ) 
Latest 


3 


Elsevier Latest 


2 


(2 ) 

(3 ) 
Bailey and Forbes , 
Scott s diagnostic Sahm , 
microbiology Weissfield 
Microbiology in Shanson 
clinical practice DC 


(2 ) 
Ramamurthi 
and Tandon s 
Textbook of 
Neurosurgery 


(3 ) 
Prakash 
Narain 
Tandon , Ravi 
Ramamurthy 


4 


butter do . 
worth 
Heinemann 


do . 


Cambridge do . 
University 
Press 


Cowan and steel GI Barrow 
diagnostic & RKA 

bacteriology Feltham 
Department of Nephrology 
1 Textbook of Manry 

nephrology Glanocks 


LWW 


Latest 


4 


do. 


do . 


Surgery of the Nicholas C Thieme 
Carniovertebral Bambakidis, 
Junction 

Curtis A 
Dickman , 
Robert F 
Spetzler , VKH 

Sonntag 
Atlas of 

Laligam Thieme 
neurosurgical Sekhar, 
techniques- Brain Richard G 

Fessler 
Functional Philip A Barr , Thieme 
Neurosurgery - Nicolas M 
Neurosurgical Barbaro , 
Operative Atlas Paul S 

Larson 
Department of Obstetrics & Gynaecology 
Maternal 

Creasy and Elsevier 
Fetal Medicine : Resnik 
Principles ad 
practice 
Current diagnosis Alan de McGraw 
and treatment Cherney,Neri Hill 
obstetrics and Laufes and 
Gynaecology Ashlcy S 

Roman 


Hill 


Latest 


do . 


Elsevier 


do . 


Manual of Robert LWW do . 
clinical 

M Thekker 
epidemiology 
Department of Neurology 
1 

Principles of Eric Kandel, McGraw Latest 
neural science James H 

Schwarts 
Neurologic Gregory McGraw do . 
emergencies Henry , Neal Hill 

Little , Andry 
Jagoade & 
Thomas 

Pellagrino 
3 

Basic and Michael Wiley do . 
clinical aspects Strupp , Blackwell 
of vertigo and Bernard 
dizziness (Annals Cohen and 
of New York Ullrich 
Academy of Buttner 
Neural Sciences) 
Disorders of George Cambridge do . 
voluntary Karpeti, University 
muscle 

David 

Press 
Hilton Jones, 
Kate bushby 
and Robert C 

Griggs 
Stroke 

Louis R Cambridge do . 
syndromes Caplan , University 

Janvan Press 

Gigs 
Department of Neurosurgery 

Schmidek and Alfredo Elsevier Latest 
sweet operative Quinones 
neurosurgical Hinojoso 
techniques 
Indications, 
methods and 
results- 2 vol. 


Cambridge do . 
University 
Press 
Cambridge do . 
University 
Press 


5 


Atlas of pelvic Michael 
anatomy and Baggish 
gynaecologic 
surgery 
In Vitro 

Kay Elder 
fertilisation and Brain 

Dale 
Nezhat s operative Camran 
gynaecologic Nezhat 
laparoscopy 

and hysteroscopy 
Department of Nuclear Medicine 
Nuclear 

Gary V 
Cardiology Heller 
Practical 
application 
Nuclear Medicine Aktolun 
Therapy -Principles Cumali 
and Clinical appli- Goldsmith 
cations 


Latest 


McGraw 
Hill 


Springer 


do . 


(1 ) 


(2) 


(3 ) 


(4 ) 


(5 ) 


3 


Latest 


Longo, Fauci McGraw 

Hill 


Harrison s 
Principles of 
internal 
Medicine 


Saunders 


do . 


Essentials of Fred A 
nuclear Medicine Metler 

imaging 
Department of Orthopaedics 

AO Manual Jupiter 
Fracture 
Management 
Elbow and Forearm 


Latest 


Jupiter 


AO Manual 
Fracture 
Management 
Hand and Wrist 


(1) (2 ) 

(3 ) (4 ) (5) 
Department of Paediatrics 
Fanaroff and Richard 

CV Mosby Latest 
Martin s Martin , Co. 
Neonatal 

Avroy 
Perinatal 

Fanaroff 
medicine 
Avery s 

Lippincott do . 
neonatology 

W and W 
Pathophysiology 
and Management 
of the New born 
Rennie and Rennie and J Rennie do . 
Roberton s Roberton Release 
textbook of 

date 30th 
neonatology 

Aug 2012 
Manual of John P Loherty , do . 
Neonatal care Eric 
(Lippincott C Anne R 
manual series Hansen 
formerly known 
as the spiral 
manual series) 
Assisted 

Jay P Goldsmith , I do . 
Ventilation of Edward H 

the neonate Karotkin 
Department of Paediatrics Cardiology 
Paediatric Robert 

Latest 
Cardiology 

Anderson 
Department of Paediatrics Neurology 
1 Neuro muscular Bertonini Elsevier Latest 

Disorders 
treatment and 
management: 

Expert Consult 
2 Clinical 

Misra 

Elsevier do . 
Electro 

Encephalography 
3 Neonatal 

Fenichel Elsevier do . 
Neurology 
Introduction to Gelb Elsevier do . 
Clinical 

Neurology 
Department of Paediatrics Surgery 

Operative Lewis Spitz, Hodder Latest 
Paediatric surgery Arnold G Arnold 
139780340813409 Coran 
New born Prem Puri Arnold do . 
surgery 
034076144 
d (hb ) 


Orthopaedic Conrad 
Oncology 
Diagnosis and 
Treatment 
Practical 

Chung 
Management of 
Paediatric and 
Adult Brachial 
Plexus 
Campbells Text 
Book of 

Canale 
Orthopaedics 
Department of Pathology 

Most Commons Goljan 
in Pathology 
and Laboratory 
Medicine 
9788178670614 
Atlas and Tejinder 
Text of 

Singh 
Hematology 
Textbook of Tejinder 
Hematology Singh 
8178552302 


do . 


Elsevier 


Latest 


Arya 
Publications 


do . 


do . 


Arya 
Publications 


do . 


Gita 
Jayaram 


Arya 
Publications 


Atlas and 
Text of 
thyroid cytology 
8178552701 


Das Gupta NCBA 


do. 


Essentials of 
Surgical 
Pathology 
8173814422 


TOT 


Colorectal 
tumors 


(1 ) 


(2 ) 


(3 ) 


(4 ) 


(5 ) 


(1 ) 


(2 ) 


(3 ) 


(4) 


(5 ) 


3 


Principles and 
practice of 
Paediatric 
Surgery 
0781742900 


Lippincott, Latest 
Williams 
and Wilkins 


Keith T 
Oldham , 
Paul M 
Colombani 
Robert P 
Foglia 
Micael A 
Skinner 


do . 


Hirschsprung s 
disease and 
allied disorders 


Holschneider Harwood 

Academic 
Prem Puri publishers 


Am , 


do. 


Embryology Skadalakis Williams 
for surgeons JE , Gray and 

SW 

Academic 

publishers 
Department of Pharmacology 
1 Principles of HL Sharma, Paras 

Pharmacology KK Sharma 


2 Text book of Arthur C . Saunders Latest 

Medical Guyton , John 

physiology E Hall 
3. Text book of Sarada 

S Chand & do . 
human 

Subramanyan , K . Co. Ltd . 
physiology Madhavankutty 

revised by 

HD Singh 
4 Text book of A . K . Jain 

Acichal do . 
Physiology 

Publishng 
(Vol.1 & Vol.2) 

Co ., New 

Delhi 
5 Clinical Neuro U . K . Misra Elsevier do . 

physiology 
6 Physiology Best & Tayler Williams do . 
book of 

and 
Medical 

Wilkins 
Practice 
Samson Wright s Cyril A Keele , Oxford do. 

Eric Neil University 
Physiology 

Press 
Department of Plastic Surgery 
1 Grabb s 

Berish Stauch Lippicott do . 
Encyclopaedia 

W & W 
of Flaps 
Atlas of 

Dennis C 
Aesthetic Breast Hammond 
Surgery 
Plastic Surgery - Peter C Neligan 
6 vol. set 


do . 


applied 


3 


2 


Lippincott s Harvey Wolter do . 
illustrated 

and 
review of 

Kluvers 
Pharmacology 
Modern 

Craige 

Lippincott do . 
Pharmacology 

W and W 
Department of Physical Medicine and Rehabilitation 
1 De Lisa s 

do . 
Physical 
medicine and 
rehabilitation 
ISBN 978078198198 
Sports medicine Buschbacher, 

do . 
and rehabilitation . Prahlow and 
A sports specific Dave 
Approach 
ISBN 
9780781777452 


C Manchot, 
WD Morain 


The Cutaneous 
artheries of 
Human body 
Comprehensive 
Clep Care 


5 


Joseph Losee, 
Richard 
Kirschner 


3 


do . 


McGraw 
Hill 


Musculo 

Jamshid , 
Skeletal 

Tehranzadin 
imaging cases 
ISBN 9780071465410 


do . 


Department of Psychiatry 
1 Neuropsy Muriel D Leak 

chological 
assessment 
IQ and Human Nicholas 
intelligence Mackintosh 


Oxford 
University 
Press 


do. 


do . 


Oxford 
University 
Press 


Department of Physiology 
1 Physiology Robert M . Mosby 

Berne , 
Mathew N 
Levy, 
Bruce M 
Koeppan , 
Bruce A Stanton 


3 


Harvey Max 
Chochinov 


do . 


Hand book of 
psychiatry in 
palliative 
medicine 


Oxford 
University 
Press 


(1) 
4 


(2) 
Psycho 
Oncology 


(5 ) 
Latest 


(3 ) (4 ) 
Jimmie C Oxford 
Holland University 

Press 
David G Myers Oxford 

University 
Press 


5 


do . 


Social 
Psychology 


son 


(1) (2 ) 

(3 ) 

(4 ) (5) 
Department of Transfusion Medicine 
1 Apheresis : Bruce C McLeod , AABB Press Latest 

Principles & Zbigniew M . (American 
Practice 

Szoepiorkowski, Association 
FCAP, Robert of Blood 
Weinstein , Banking ) 

Jeffery L Winters 
2 Serologic Sally V Rudmann AABB Press do . 
Problem 

( American 
solving : A 

Association 
systematic 

of Blood 
approach for 

Banking) 
improved 

practice 
3 Judd s Judd WJ, Johnson AABB Press do. 

Methods in ST , Storry (American 
immunohema- ST (Milwaukee, Association 
tology Wisc), Story of Blood 

JR (Lund) Banking ) 
4 Transfusion Paul D Mintz AABB Press do . 
Therapy , 

( American 
Clinical: 

Association 
Principles 

of Blood 
and Pratice 

Banking) 
5 Hemostasis Robert W Colman , Lippincott do . 

Victor J Marder, Williams 
Thrombosis : Alexander 

W a nd Wilkins 
Basic Clowes , 
Principles James N . 
and clinical George, Samuel 
practice Z Goldhaber 


Department of Radio Diagnosis 
1 Magentic David W Lippincott do . 
Resonance Stoller 

Williams 
imaging in 

and Wilkins 
orthopedics 
and sports 

Medicine 
Department of Surgery 
1 Practical Arora 

Elsevier do . 
endoscopic skull 
base surgery 
Practical 

Elsevier do. 
manual of 
thyroid and 

parathyroid 
3 Critical care of Hanson Elsevier do. 

surgical patients 
4 Bedside clinics 

Academic do . 
in surgery 

Publisher 
5 Essentials of Azad 

surgery 
Department of Pulmonary Medicine 
1 International Beamis 

pulmonary JF, Mathur 
medicine 

PN , Mehtha 
Department of Thoracic and Cardio Vascular Surgery 
1 Current Therapy Stephen C Yang Mosby do . 

in thoracic and 
cardiovascular 
surgery 
Comprehensive Richard A Hodder 
surgical Jonas 

Arnold 
management of 
congenital 
heart disease 
Rutherfords Rutherford Saunders do. 
vascular 

surgery 
4 Heart trans James Kirklin Churchill do . 
plantation 

Livingstone 
5 Essentials of Larry Kaiser Mosby do. 

thoracic 
surgery : 
Surgical 
foundations 


and 


do . 


Elsevier 


Elsevier 


do. 


Department of Urology 
1 Hinman s atlas Mac Lenn 

of urosurgical 

anatomy 
2 Campbell Wein , Novick 
Walsh 

Partin , 
Urology Peters Kavoussi 
3 Atlas of Bishoff 

Laparoscopic 
Urology 

with DVD 
Department of Central Library 
1 Cunningham s Inderbir Singh 

Manual of 
Pratical 

anatomy-3 vols 
2 Test book of Gunasekharan 

Human Histologhy 


3 


Ruth 


(1) 


(2) 


(3) 


(4) 


(5) 


3 Surface and A Halim & AC Das 

Radiological 

Anatomy 
4 Text book of B Singh 

Osteology 
5 Text book of GP Pal 

General 
Anatomy 


6 


Neeta Kulkarni 


Clinically 
Oriented 
problem based 
Anatomy 


Vishram Singh 


Gross 
Anatomy 
Text books 
3 vols 


SD Gangane 


8 Human 

genetics 


Biochemistry 
A case oriented 
approach by 

Montgomery 
10 Text book of Bhagwan 

medical 

biochemistry 
11 Understanding RI Bijalani 

medical 

physiology 
12 Text book of Bailey 

histology 
13 Cardiac 

Andersen R H 
Anatomy 
14 Park s Text K . Park 

Book of 
Preventive and 
Social Medicine 


TENDER SCHEDULE 
1. The period for which the rates to be in firm 

one year. 
2. The rates should be inclusive of all taxes , otherwise 

tender will be rejected without any notice and free 

delivery at the department concerned . 
3. Advance payments conditions will not be 

considered . 
4 . Tender forms are neither transferable nor the cost of 

it will be refundable under any circumstances. 
5 . Tenders are to be sent with details and illustrated 

pamphlet (Werever necessary ) neatly typed . 
Manuscripts should be avoided as far as possible . 
Tenders should be accompanied with a formal 
agreement executed in 100 Kerala -non -judicial 
stamp paper together with required sum of Earnest 

money deposits . 
7. Earnest Money Deposits ( one percetage ) of the total 

cost of the articles quoted for can be remitted by 
way of crossed Demand Drafts drawn in favour of 
the Principal, Government Medical College , 
Thiruvananthapuram . 
Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 

tenders . 
9 . Tenders unsealed , unsignd or submitted or submitted 

without superscription as specified are lible to be 

rejected . 
10 . Tenders submitted with insufficient earnest money 

deposit will not be entertained . 
Belated tenders will not be considered under any 
circumstances. 
For Medicine, Surgicals and meterials , samples 
should be submitted along with the tender. Tenders 

without samples will not be considered for selection . 
13. Tenders should bear the signature and full postal 

address of the tenderers & witnesses where ever 
necessary . 
The undersigned reserves the right to reject any 
tender wholly or partially without any prior 

information to the tenderers . 
15. Specification of the items is given in the list . 
16 . Negotiation will be made only with the firm offering 

lowest price whose specifications confirm to the 
requirments in the tender notifications . 
Tender will be opened in the presence of the each of 
the tenderers or their authorized representatives who 

may present at the time. 
18 . More details can be had from this office on working 

time. 


Churchuill do . 
Livingstone 
Mc Graw - do. 
Hill 
New York 


Das 


Geetha N . 


do . 


15 Practical 

Guide to 
operative 

surgery 
16 Text book of 

Medical 

Physiology 
17 Pediatric 

Surgical 
Pathology 


Paras 
Medical 
publisher 


Louis Dehner P. 


do . 


William & 
Wilkins 
Publication 


Government 
Medical College, 
Thiruvananthapuram . 


(Sd .) 
Principal. 


മറ്റേ തെ ങ്കിലും ഡോക മെന്റു കളോ അയ യ്ക്കാൻ 
ആവശ്യപ്പെട്ടു കൊണ്ടുള്ളതും മേൽവിലാസം വ്യക്ത മല്ലാ 
ത്ത തു മാ യ മ ണി യാർ ഡ റു കൾ നിര സി ക്കു ന്ന താ ണ് . 
മണിയോർഡറുകൾവഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള 
അപേക്ഷ കൾ ഈ ഓഫീസിൽ 12 - 2 - 2013 - ന് മുൻ പ് 
കിട്ടിയിരിക്കണം. താമസിച്ചു കിട്ടുന്ന മണിയോർഡറുകൾ 
നിര സി ക്കു ന്ന താ ണ് . ദർഘാസ് ഫോറം കൈമാറാൻ 
- പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചുകിട്ടുന്നതുമല്ല. 
താമസിച്ചുകിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും 
സ്വീകരിക്കുന്നതല്ല. കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി ദിവസ 
ങ്ങളിൽ ഈ ആഫീസിൽ നിന്നും ലഭിക്കുന്നതാണ്. 


TENDER SCHEDULE 


TENDER EXTENSION NOTICE 
No. C1- 20528/2012/ MCT. 

22nd January 2013. 
Sealed competitive tenders in the prescribed forms 
are invited for the purchase of Vacuum Moulding 
Machine for the Department of PM & R , Medical 
College, Thiruvananthapuram . Tenders should be 
superscribed , tender number and addressed to the 
Principal, Medical College , Thiruvananthapuram , Pin 
695 011 . Details can be had from this office on working 
hours till 3 . 30 p . m . 

Tender No . -- 230 /2012 . 
Cost of tender form (VAT Inclusive ): 

Original — 420 . 

Duplicate - 210 . 
Last date and time for sale of tender form 
27-2 -2013, 3 p. m . 

Last date and time of receipt of tender — 28 -2 - 2013 , 
2 .30 p . m . 

Date and time of opening of tender - 28 - 2- 2013 , 
3 p . m . 

Tender forms can be had from the office of the 
Principal, Medical College , Thiruvananthapuram - 11 up to 
3 p .m . on working days . Tender forms will be sent through 
post if required provided due amount with sufficient 
postage charge ( 50 ) is sent by way of Money order in 
favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State , Pin - 695 011 . Money 
Order should reach this Office on or before 12- 2 - 2013 . 
No other forms of remittance will be accepted . 
- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിലെ പി. എം . ആർ. 
വകുപ്പിലേക്കാവശ്യമായ വാക്വം മോൾഡിംഗ് മെഷീനും 
അഡീഷണൽ അക്സസറീസും വിതരണം ചെയ്യുന്നതിന് 
നിശ്ചിത ഫോറത്തിൽ മത്സരസ്വഭാവമുള്ള മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി 
നിശ്ചിത തീയതിക്കുമുൻപ് പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, 
തിരുവനന്തപുരം- 695 011 എന്ന വിലാസത്തിൽ എത്തിച്ചിരിക്കേ 
ണ്ടതാണ്. 

ദർഘാസ് നമ്പർ 280/ 2012. 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതിയടക്കം); 

- അസ്സൽ - 420. 

ശരിപ്പകർപ്പ് - 2010 . 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 27 - 2 - 2013 , 3 മണി. 

ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 28 - 2 - 2013 , 2 .30 മണി. 

- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 28 - 2- 2013, 
3 മണി. 


1. The period for which the rates to be in firm 

One year. 
The rates should be inclusive of sales tax and for 
free delivery at the department concerned , 

otherwise the tender will be rejected . 
3. Advance payments conditions will not be 

considered . 
Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 
5 . Tenders are to be sent with details and illustrated 

pamphlet (wherever necessary ) neatly typed . 
Manuscripts should be avoided as far as 
possible . 
Tenders should be accompanied with a formal 
agreement executed in - 100 Kerala - non -judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits . 
Earnest Money Deposits ( one percentage) of the 
total cost of the articles quoted for, can be 
remitted by way of Crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram . 
Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


Tenders unsealed , Unsigned or submited without 

superscription as specified are liable to be rejected . 
10. Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstances. 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനുവേണ്ട 
തുക ( 50 ) അധികമായി അയക്കേണ്ടതാണ്. ദർഘാസ് 
ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡറായോ 
സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ളഎല്ലാ അപേക്ഷകളും 
നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപത്രങ്ങളോ 


For Medicines , Surgicals and Materials samples 
should be submitted along with the tender. 
Tenders without samples will not be considered 
for selection . 


forms can be obtained on additional payment. The 
tender form is not transferable and cost is not refundable . 
The undersigned reserves the right to cancel the tender at 
any time partially or completely without specifying any 
reason . 


13. Tenders should bear the signature and full postal 

address of the tenderers and witness wherever 

necessary . 
14 . The undersigned reserves the right to reject any 

tender wholly or partially without any prior 

information to the tenderers . 
15. Specifications of the items are given in the list . 
16 . Negotiation will be made only with the firm 

offering lowest price whose specification conforms 

to the requirements in the tender notification . 
17. Tender will be opened in the presence of such of 

the tenderers or their authorized representatives 
who may present at the time. They should have 

valid authorization letters. 
18 . More details can be had from this office on 

- working hours. 


Tender form will be supplied to the firms by 
Registered Post subject to cash payment by Money Order 
inclusive of Postal Charges - 50. Money Orders will be 
accepted only up to 23 -2 -2013. 


കോട്ടയം ഡെന്റൽ കോളേജിലേക്ക് ആവശ്യമായ 
താഴെ പ റ യു ന്ന ഉപ ക ര ണം വാങ്ങുന്നതിന് മുദ്രവച്ച 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


അടങ്കൽ തുക - 25, 000. 


നിരതദ്രവ്യം - 1 


%. 


Medical College, 
Thiruvananthapuram. 


( Sd.) 
Principal. 


TENDER NOTICE 


ടെണ്ടർ ഫോമുകൾ കോട്ടയം ഡെന്റൽ കോളേജ് 
ആ ഫീസിൽ നിന്നും നിശ്ചിത വിലകൊടുത്ത് നേരിട്ടു 
വാങ്ങാവുന്നതാണ്. ടെണ്ടർ ഫോറം തപാലിൽ വേണ്ടവർ 
ഓരോ ടെണ്ടർ ഫോമിനും ടെണ്ടർ ഫോമിന്റെ വിലയോടൊപ്പം 
- 50 തപാൽ ചാർജ്ജും പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ഡെന്റൽ 
കോളേജ്, കോട്ടയം- 8 എന്ന വിലാസത്തിൽ അയയ്ക്കണം. 
ടെണ്ടർ ഫോമിന്റെ വില നേരിട്ടോ മണിയോർഡർ 
മുഖാന്തിരമോ മാത്രമേ സ്വീകരിക്കുകയുള്ളൂ. സാധനങ്ങളുടെ 
വിശദാംശങ്ങൾ, ടെണ്ടറിന്റെ പൊതു വ്യവസ്ഥകൾ മുതലായവ 
ടെണ്ടർ ഫോമിനൊപ്പം ലഭിക്കുന്നതാണ്. ഏതൊരു ടെണ്ടറും 
ഭാഗികമായോ പൂർണ്ണമായോ യാതൊരു കാരണവും 
കാണിക്കാതെ റദുചെയ്യുന്നതിന് പിൻസിപ്പാളിന് 
അധികാരമുണ്ടായിരിക്കുന്നതാണ്. 


No. C/266/2013/DCK. 

30th January 2013 . 
Sealed tenders are invited for the supply of following 
Equipment to Government Dental College, Kottayam . 


Tender No. - 34/ 2012 


PAC - 25,000. 


EMD1 %. 


Name of item with qty. — Intra Oral Sand Blaster with 
Self Container Dust Cabinet — 1 No . 


ദർഘാസ് നമ്പർ 34/ 2012 . 

ഉപകരണത്തിന്റെ പേരും എണ്ണവും-- ഇൻട്രാ ഓറൽ 
സാൻ ഡ് ബ്ലാസ്റ്റർ വിത്ത് സെൽ ഫ് കണ്ടനർ ഡസ്റ്റ് 
കാബിനറ്റ് - 1 എണ്ണം. 


ദർഘാസ് ഫോറത്തിന്റെ വില : 312. 


മണിയോർഡർ സ്വീകരിക്കുന്ന അവസാന തീയതി 


23 - 2 - 2013 . 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 6 - 3 - 2013, 3 മണി. 


Cost of tender form — 312 . 
Last date of receipt of money order — 23 -2 - 2013. 

Last date and time of tender sales — 6 - 3 - 2013 , 
3 p . m . 

Last date and time of receipt of tender 
7-3- 2013 , 3 p. m . 

- The tender should be superscribed Tender No . 34 /12 
due on 7 - 3 - 2013 and addressed to the Principal, 
Government Dental College, Kottayam . Late tenders will 
not be accepted . The tenders will be opened at Dental 
College, Kottayam at 11 a. m . on 8 -3 -2013 in the presence 
of such of the tenderers or their authorized representatives 
who may be present at that time. 

Intending tenderers may obtain tender from the 
undersigned on cash payment during office hours i.e ., 
10 a . m . to 3 p . m . Cheques , Drafts, Stamps etc. will not be 
accepted towards the cost of tender form . Duplicate tender 


- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 7 -3 - 2013, 3 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 8-3 - 2013 , 
- 11 മണി. 


- ടെണ്ടർ ഫോം ഉൾക്കൊള്ളുന്ന കവറിനു മുകളിൽ ടെണ്ടർ 
നമ്പരും തുറക്കുന്ന തീയതിയും കാണിച്ചിരിക്കണം. ടെണ്ടർ 
ഫോമിന്റെ വില മടക്കി നൽകുന്നതല്ല. 


Government Dental College , 
Gandhinagar , Kottayam . 


(Sd.) 
Principal. 


TENDER NOTICE 


No. S3 - 474 /2013. 

| 22nd January 2013 . 
Sealed tenders are invited from manufactures or 
authorized dealers for the supply of following items to 
IMCH Medical College, Kozhikode- 8 . List of item can be 
had from the office of undersigned during office hours 
any working days. Envelop containing tenders should be 
superscribed with tender numbers or indicated in the 
statements below and should be addressed to the 
Superintendent, IMCH , Medical College , Kozhikode - 8 
Kerala . Tender must be submitted is sealed cover. Tender 
will be opened on 7 - 3 - 2013 at 11 a .m . in the presence of 
such of the tenderers or their authorized persons who may 
be present at that time. Late tenders will not be accepted . 

Intending tenderers may on application to the 
Superintendent, IMCH , Medical College, Kozhikode, 
Kerala will obtain the requiste tender form in which the 
tenders should be submitted . 

Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of tender 
forms in which will not be refunded any circumstances. 

The tenders should undertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply . 

The tender forms are not transferable charges ; 
postage stamp , draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1 % (Rounded to next 1 Rupee ) of the total cost of 
articles tendered for. The tenders not accompanied by 
sufficient EMD will not be entertained . 

Approximate cost — 15 lakh each . 


ഫോറത്തിൽ മുദ്രവെച്ച ടെണ്ടറുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനുമുകളിൽ ദർഘാസ് നമ്പർ 
എഴു തേ ണ്ട തും സൂപണ്ട്, മാത്യ ശി ശു സം ര ക്ഷണ 
കേന്ദ്രം, കോഴിക്കോട്- 8, കേരളം എന്ന വിലാസത്തിൽ അയച്ചി 
രിക്കേണ്ടതാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള തീയതി 
കളിലും, സമയത്തും അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് 
സമർപ്പിച്ചവരുടേയോ, അവർ ചുമതലപ്പെടുത്തിയിട്ടുള്ള ഏജന്റു 
മാരുടേയോ സാന്നിദ്ധ്യത്തിൽ 7 - 3- 2013 -ാം തീയതി 11 മണിക്ക് 
തുറ ക്കു ന്ന താ ണ് . വൈകികിട്ടുന്ന ദർഘാ സു കൾ 
പരിഗണിക്കുന്നതല്ല. 

- ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽ പ ര്യ മു ള്ള വർ 
ഐ . എം . സി . എച്ച് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 
പകാരം തുക അടച്ചാൽ ലഭി ക്കു ന്ന താ ണ് . ദർഘാസ് 
ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, 
പോസ്റ്റേജ് സ്റ്റാമ്പ്, ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ 
വില യാ യി സ്വീക രി ക്കു ന്ന ത ല്ല . ദർഘാസ് ഫോറം 
വി . വി . പി . ആയി അയയ്ക്കുന്നതല്ല . 

അടങ്കൽ തുക - 15 ലക്ഷം ഒരെണ്ണത്തിന്. 
നിരതദ്രവ്യം 1 %. 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം); 

ഒറിജിനൽ - 3, 952. 

ഡ്യൂപ്ലിക്കേറ്റ് - 1,976. 
ത പാൽ വഴി ദർഘാസ് ഫോറം വിൽക്കപ്പെടുന്ന 
അവസാന തീയതിയും സമയവും 27 - 2 -2013 , 3 മണി. 

ദർഘാസ് ഫോറം വിൽക്കപ്പെടുന്ന അവസാന തീയതിയും, 
സമയവും - 5 - 3- 2013, 3 മണി. 

- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും- 6 - 3 - 2013, 4 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 
7 - 3 - 2013, 11 മണി. 
- ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 


30 - 9 - 2013 . 


കൂടുതൽ വിവ ര ങ്ങ ൾ പവർ ത്തി സമയത്ത് ഈ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാവു ന്ന താ ണ്. ടെണ്ടർ 
നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടി വെയ്ക്കുന്നതിനോ, 
നിർത്തി വെയ്ക്കുന്നതിനോ ഉള്ള അധികാരം സൂപ്രണ്ടിൽ 
നിക്ഷിപ്തമാണ്. 


DETAILS OF ITEM 


Cost of tender forms (including Tax ): 

Original - 3,952 . 
Duplicate = 1,976, 

If sent by post postage charge - 50. 
Closing date and time of tender form by post 
27-2- 2013, 3 p. m . 

Closing date and time of tender forms— 
5-3-2013 , 3 p . m . 

Last date and time of receipt of tender forms 
6 -3 -2013 , 4 p . m . 

Date up to which rates are to be firm - 30-9 -2013. 

Further details can be had from the office of the 
undersigned duly office hours on any working day . 


Quty. 
2 Units 


Item 
Complete integrated System with anesthesia 
gas delivery system ; Circle absorber system ; 
Precesion modern vapourizers atleast two 
for isoflurance & Sevoflurance and 
Anaesthesia ventilator with integrated 
monitoring system to monitor anesthetic 
gases, ECG EtC02 , Fi02 ( online 02 Analyzer ), 
Pluse oximeter and airway pressure , 
NIBP, IBP, ( 2 Nos. ), rectal & skin 
temperature and ventilator parameters . 


കോഴിക്കോട് മെഡിക്കൽ കോളേജ് മാതൃശിശുസംരക്ഷണ 
കേന്ദ്രത്തിലേയ്ക്ക് ആവശ്യമായ താഴെപ്പറയുന്ന ഇനങ്ങൾ 
വിതരണം ചെയ്യുന്നതിലേയ്ക്ക് നിർമ്മാതാക്കളിൽ നിന്നോ 
അംഗീകൃത വിതരണക്കാരിൽ നിന്നോ നിശ്ചിത 


Institute of Maternal & Child Health, 
Medical College , Kozhikode. 


| (Sd.) 
Superintendent. 


